Total Cara / 
1,435,700/ 
USE VALUE: 1,435,700/ 
ASSESSED: 1,435,700/ 
User Acct 

67616 

GIS Ref 


Total Parcel 
1,435,700 
1,435,700 
1,435,700 


Residential 


ARLINGTON 


105.0 
Map 


PROPERTY LOCATION 
No Alt No 


0004 
Block 


0008.0 
Lot 


IN PROCESS APPRAISAL SUMMARY 
Use Code Land Size Building Value 
101 10382.000 923,700 


1 of 1 
CARD 


APPRAISED: 


Direction/Street/City 
38 OLD MIDDLESEX PATH, ARLINGTON 


OWNERSHIP Unit #: 
Owner 1: /KOPACZ JEFFREY LTRUSTEE 
Owner 2: MURPHY STEPHANIE J/TRUSTEE 
Owner 3: 


Total Value 
1,435,700 


Land Value 
512,000 


Yard Items Legal Description 


GIS Ref 


Total Card 
Total Parcel 


0.238 
0.238 


923,700 
923,700 


512,000 
512,000 


1,435,700 
1,435,700 


Entered Lot Size 
Total Land: 


atriot 


ore : eee Source: Market Adj Cost Total Value per SQ unit /Card: |305.79 /Parcel:|305.79 Land Unit Type: — Date Properties Inc. 
Twn/City: [ARLINGTON PREVIOUS ASSESSMENT Parcel ID |105.0-0004-0008.0 18339! USER DEFINED 
St/Prov: |MA | Cntry| Own Oce: ly TaxYr Use Cat  BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date : ; ae! Id # 1:|67616 
Postal: (02474 Type: 2022 «101.~=OFV 923,700 0 10,382. 512,000 1,435,700 Year end 12/23/2021 PRINT Prior Id # 2: 
PREVIOUS OWNER 2021 101 «FV 869,400 0 10,382. 512,000 1,381,400 Year End Roll 12/10/2020 Date | Time Sule 
Owner 1: KOPACZ JEFFREY L & - 2020 101° «FV 869,400 0 10,382. 512,000 1,381,400 1,381,400 Year End Roll 12/18/2019 forse ves Prior Id # 1: 
Owner 2: IMURPHY STEPHANIE J - 2019 101 FV 670,000 0 10,382. 512,000 1,182,000 1,182,000 Year End Roll 1/3/2019 ian Prior Id # 2: 
Street 1:138 OLD MIDDLESEX PATH 2018 101. FV 670,000 0 10,382. 438,900 1,108,900 1,108,900 Year End Roll 12/20/2017 LAST REV Prior Id # 3: 
Twn/City: [ARLINGTON 2017 = 101 FV 650,100 0 10,382. 409,600 1,059,700 1,059,700 Year End Roll 1/3/2017 Date Time Prior Id # 1: 
SUProv: MA Gin 2016 101 =-FV 343,900 6800 10,382. 351,100 + —701,800 701,800 Year End 1/4/2016 08/31/21 | 14:43:36 | Prior Id #2: 
Postal: (02474 2015 101 FV 204,800 7100 ~=—-'10,382. 314,500 —‘526,400 526,400 Year End Roll 12/11/2014 danam Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT PAT ACCT. 8339 ASR Map: 
This parcel contains .238 Sq. Ft. of land mainly classified as Grantor LegalRef Type Date Sale Code Sale Price V_ Tst Verif Notes Fact Dist: 
One Family with a Colonial Building built about 2015, having KOPACZ JEFFREY 1522-66 2/1/2018 Convenience 1|No No ALSO, BK 70585 PG 39. Reval Dist: 
primarily Vinyl Exterior and 4695 Square Feet, with 1 Unit, 2 MURRAY ROBERT W 1486-139 3/17/2016 1,225,000 |No No Filed both ways also 66945:440 Year: 
Baths, 1 3/4 Bath, 1 HalfBath, 10 Rooms, and 4 Bdrms. HAYDEN ROBERT B 1449-111 3/4/2014 Estate/Div 500,000|No No Filed both ways bk:63333 pg:463 Teandroseare 
HAYDEN BARBARA 11034-345 11/12/2002 Family 12,166|No No Robert Hayden dod 11/18/2013 : 
OTHER ASSESSMENTS Eifleseot 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode F. Descrip Comment Date Result By Name 
PROPERTY FACTORS ___ 42/30/2020 1668 Redo Bas 3/9/2017 Measured DGM D Mann 
Item | Code |Description | % | Item | Code |Description (Igiq016 368 Add Bath 32,000 add bath 3rd fl 3/9/2017 Permit Visit DGM D Mann 
Z_|RO__LARGELOT |100 | water 6/23/2015 779 Heat App 5,000 6/23/2015 Install 2 hot air 3/7/2017 SQ Returned MM Mary M 
0 Sewer 1/9/2015 18 New Buil 391,560 1/9/2015 Construct new sing 10/21/2015 Meas/Inspect PT Paul T 
n Electri 8/14/2014 983 Demoliti 10,000 8/14/2014 Demo of existing h 5/19/2015 Permit Insp PC PHILC 
Census: Exmpt 11/4/2002 945 New Wind 10,000 C 8/14/2014 Info Fm Prmt PC PHILC 
Flood Haz: 4/9/2009 Meas/Inspect 372 PATRIOT 
D Topo 5/3/2000 Inspected 276 PATRIOT 
s Street 11/10/1999 Mailer Sent 
t Gas: Farr 
LAND SECTION (First 7 lines only) Sign: = = 
ode Description Be No of Units ate Unit Type — Land Type ee ae ke os Adj Neigh ne bets Infl1 % Infl2 % Infl8 % si es % ee Re de Fact Use Value Notes 
101 One Family 10382 Sq. Ft. Site 0 70. 0.704 512,025 512,000 
Total AC/HA: |0.23834 Total SF/SM: |10382 Parcel LUC: /101 One Family Prime NB Desc [ARLINGTON Total: 512,025) | Spl Credit Total:| 512,000 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - ArchiveProArling apro 2023 


EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: |6 _- Colonial Full Bath|2 | Rating:|Very Good 
Sty Ht:|2T - 2 & 3/4 Sty A Bath: Rating: 
(Liv) Units: }1 Total: |1 3/4 Bath: |1 Rating: |Very Good 
Foundation: |1 - Concrete A 3QBth Rating: 
Frame:|1 - Wood 1/2 Bath: |1 Rating: Very Good 
Prime Wall: 4 - Vinyl A HBth: Rating: 
Sec Wall: %| OthrFix:|1 | Rating:|Average RESIDENTIAL GRID 
Roof Struct: 1 - Gable OTHER FEATURES 1st Res Grid | Desc: |Line 1 # Units|1 
Roof Cover: |1 - Asphalt Shgl Kits:|1 Rating: |Very Good Level |FY LRDR D K FRRRBRFBHBL O 
Color:|GRAY A Kits: Rating: Other 
View / Desir: Frpl:|1 Rating: |\Very Good ioe 
z AaYRe: VI 
GENERAL INFORMATION MSE] _ Eating: ve 
Grade:IB - Good CONDO INFORMATION ewer 
Year Bit: 2015 | Eff Yr Bit: Eoealie Totals [AMs:|10 [BRs:|4 [Baths:|2 [HB|1 | 
Alt LUC: Alt %: Total Units: 
Jurisdict: |G18 Fact:| acts REMODELING RES BREAKDOWN 
Const Mod: HAOm: Exterior: No Unit RMS BRS FL 
Lump Sum Adj: ri ‘ Interior: 1 10 4 
DEPRECIATION Additions: 
INTERIOR INFORMATION Phys Cond: |VG -VeryGood | 0.4/% |” Kitchen: 
Avg HUFL: [STD oe 0 
: Functional: %o Baths: 
Prim Int Wal 2 - Plaster = 9 - 
Economic: % | Plumbing: 
Sec Int Wall: % Sar F 9: 
re Special: ” 1 Electric: 
Partition: /T - Typical ide: 9 Totals 
Snel a oeaiend Override: %o Heating: 
rim Floors: 3 - Hardwoo' : : 
F Total: 0.4)% | General: MO): SUB AREA SUB AREA DETAIL 
SeLIDOIS: : CALC SUMMARY Code Description Area-SQ = Rate-AV —_—-Undepr Value Sub % : % 
See '2 - Concrete Basic $ / SQ: |130.00 COMPARABLE SALES SFL Second Floor 1,858 118.060 219,354] Area Usb P&P | typ Cu #Ten 
Subs Sizeva|0.90823001 | HAIN ee es Sale Price FFL First Floor 1279 118.060 150,998 ||BMT 100 FLA 50 G 
Bsmnt Gar: Const Adj.: |0.99989998 BMT Basement 1,258 51.800 65,163 | 
Bieelie: 3 ~ Typical Adj $/ SQ: 118.059 HST Half Story 929 118.060 109,677 
Insulation: 2 - Typical Other Features: |135645 GAR Garage 600 19.160 11,499 
Int vs Ext: |S Grade Factor: |1.33 WDK Deck 144 12.940 1,864 
eat Type: |3 - Force E - 
¥ Heat Sys:l1 NEE Mod: WtAvs/SQ: AvRate: Ind. Val Net Sketched Area: |6,158 Total: 561,690 
ye LUC Factor: |1.00 eel 2066 (anes a 
% Heated: 199 % AC: 100 Adj Total: [927454 Juris. Factor: |1.00 Before Depr: 157.02 ize Ad RS UGE 7087 | FinArea 4695 
Solar HW: NO | Central Vac: |NO Depreciation: [3710 Special Features: /0 Val/Su Net: |150.00 IMAGE é . 
% Com Wal % Sprinkled Depreciated Total: [923745 Final Total: [923700 Val/Su SzAd [227.18 AssessPro _ Patriot piso Inc 
q ‘ 
MOBILE HOME Make: Model: Serial # Year: Color: fd : 
SPEC FEATURES/YARD ITEMS PARCEL ID |105.0-0004-0008.0 Sh 
Code Description A Y/S Qty Size/Dim Qual Con Year _UnitPrice D/S Dep LUC Fact NBFa ApprValue JCodJFact Juris. Value 
More: |N Total Yard Items: Total Special Featues: Total: 


